MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  30  Township:  10  North  Range:  2  West  Corner  ID:  BeBl  A- 17 

Monument  Description  &  Remarks:  R.R.  Spike  in  center  of  County  Line  Road  found, 

&  Owen  County  offset  coiner  at  pt.  E.  Survey  Sign  6ft  above  ground  at  pt.  C 

References  On  File:  Henry  J.  Dorman  survey.  (1977),  Raymond  Graham  survey.  County 
Line  Road,  on  file  in  Surveyor  Office,  and  Eric  Deckard  survey,  Dennis  Franklin  &  Debra 
Narey  (2006),  on  file  in  Recorder  Office,  cabinet  S  envelope  381 


RECOVERY  TIE  DRAWING 

Field  Book  37  Page  No.  9 


A  -  R.R.  Spike 

B  -  NT 5°  W  85.85'  to  MAG  nail 
in  14"  power  line  pole 

C  -  N  22°  E  85.80'  to  Survey  Sign 
on  12"  power  line  pole 

D  -  S  47°  E  39.70'  to  "X"  in  Bolt 
on  Traffic  Light 

E  -  S  03°  W  33.67'  to  R.R.  Spike 
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Not  To  Scale 
Compass  Bearing  Magnetic  North 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor, vfoer£,()y  certify  that  this  document  was  prepared  under  my 
direction  in  accordance  with  the  provision^|«&tibn%6^- 1 2- 1 1  of  the  Indiana  Code;  and  the  above  data 
is  given  under  my  hand  and  seal  this  15$  day  of  December.  2005 
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Administered  by  the  Monroe  County  Surv^yQf; .S^^sh'Board 

Date:  7-/0-2C07 


Drawn  by:  T.E.R  Printdate:  May  30,  2007 


